

monwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

03/07/12 


Tavares Brewington 
Assistant United States Attorney 

AUSA Brewington, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’s and 


3. Analysis sheets with chemist’s hand notations and IR test results. 

4. GC/MS analytical data for sample 

If you have any questions about these materials, please call me at the number below. 



Chemist II 


Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORRIATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratoiy Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


Citj' or Department 


: f~^\l 



Police Reference No.: 


Name and Rank of Submitting Officer 




Defeudant(s) Name (last, first, initial): 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 



Received by: 


/M 


Date: 
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No. 

City: Fall River Police Dept. 


Officer: Detective N. PACHECO 
Def: 

Amount: 

No. Cont: 1 Cont; pb 

Date Rec'd: 06/16/2010 
Gross Wt,: 4.71 


Date Analyzed:^ 





Subst: SUB 


No. Analyzed: 
Net Weight: 


a.zs- 


Prelim: Coe 



Findings: 


# Tests; 


\ 



No. 

City; Fall River Police Dept. 


Officer; Detective N. PACHECO 



Amount: 

No. Cont; 1 Cont: pb 

Date Rec’d: 06/16/2010 
Gross Wt.: 6.31 


Date Analyzed 


‘^iBc 


(O 


Subst: SUB 

No. Analyzed: 

Net Weight: - O 1 


Prelim: Coccx5\fl. 


Findings: 


# Tests; toevso 



No. 

City; Fall River Police Dept. 
Officer: Detective N. PACHECO 
Def; 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 06/16/2010 
Gross Wt.: 3.78 


Date Analyzed: 


a 





Subst: SUB 


No. Analyzed: 
Net Weight: 




Prelim: 


Findings: 

) 


# Tests: 


(o tV'O 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested; 


AGENCY v^wQ^vo Q ' 


Evidence Wi 


DESCRIPTION; 


Gross Wt i }: 2 . - <5 ^ 5 



Gross Wt ( ): 



Pkq. Wt: 

- 


Net Wt;' Z' 2. 5' 


PRELiMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( -) v- 

Marquis_ 

Froehde's 


MIcrocrvstalllne Tests 


Gold 

Chloride 


TLTA 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


DATE 


GO/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR__ 

DATE __ 


Revised 7/2005 
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c:\pel„data\spectra 


fell river.sp - ASO 09/28/10 











SEARCH REPORT 


Date: Tue Sep 28 2010 
Fail River.sp 


Unknown; C:\pel_data\spectra^ 
Library: C:\peLdata\libs\DL.idx 


Euclidean Hit List: 

0.836 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.807 DL0178 COCAINE IN KBr 

0.641 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 
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DRUG POWDER ANALYSIS FORM 


PLE# 


AGENCY ANALYST 


)P^5 7 



PHYSICAL DESCRIPTION: 


^VN.v\e 


Gross Wt ( ); 

Gross Wt { ) 

Pkg. Wt 
' NetWt 


X. Z \ b ^ 


2,0 "> 


PRELIMINARY TESTS 
Spot Tests 


MIcrocrvstalline Tests 


Cobalt 

Thiocyanate ( —) -v- 


Gold 

Chloride “V 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 



GC/MS CONFIRMATORY TEST 


3^-21- 'T3 


RESULTS 


EtlaaSfilitil 


DATE 


Revised 7/2005 
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m 


Date; Tue Sep 28 2010 
all River .sp 


inknown; C;\peLdata\spectra'^ 
ibrary; C:\peLdata\libs\DL.tdx 

:uc!idean Hit List 
0.849 DL1744 COCAINE (SYNTHESIZED CRACK) 

oiS DlSS ScAInI HCm KBr (MERCIO^AMPLE CONTAINS WATER-METHANOL MIXTURE 

Selected Range; 4000.00 - 652.00 cm-1 
No Blank Regions; 

The Georgia State Crime Laboratory 


Page 1 
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PHYSICAL DESCRIPTION: 


Gross Wt { ); o . 2. b 3 , 


O&T cVjLni 






Gross Wt ( ): 

Pkg. Wt: 


Net Wt: O . \ 5:^2. 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate ( —) 


Microcrystalllne Tests 
Gold 

Chloride "V 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


in-LO 


MS 

OPERATOR 


DATE 


Revised 7/2005 
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50 . 

45. 

40 J 

35. 

30. 

25. 

20 . 0 .]__ 

4000,0 3000 


c:\peLdata\spectra| 


Ifall river.sp - ASD 












SEARCH REPORT 


Date: Tue Sep 28 2010 


Unknown; C;\peLdata\spectra^ 
Library: C:\pe!_data\libs\DL.idx 


Fall River. 


sp 


Euclidean Hit List 

0.824 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.783 DL0178 COCAINE IN KBr 

0.619 DL0209 COCAINE HCl IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions; 

The Georgia State Crime Laboratory 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



F; \Q3-2010\SYSTEM4\09__29_10\745804 .D 

ASD 

29 Sep 2010 10:50 

BLANK 

1 

DRUGS 

RTE 


lAbundance 
! 1200 

I 1000 

800; 
6001 
400; 

! 2001 

i 

Ob 


T(C;T4M0‘4.D 






’ . .' ’ 'aS) 'Ipr'IbO^^ .7.^,, 8.^ .8.50 ?m0.9.50 , 


!Time--> 2.00 2.50 3.00 


Ret. Time 


Area 


Area % 


Ratio % 


***NO INTEGRATED PEAKS*** 


745804.D 


Wed Mar 07 14:08:28 2012 


Page 1 
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Area Percent / Library Search Report 


Information fron 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

1 Data File ; 

F; \Q3-2010\SYSTEM4\09_29_10\745805.D 

ASD 

29 Sep 2010 11:04 

COCAINE STD 

5 

DRUGS 

RTE 


” T1C: 7458D5:D. ~ 

lAbundance 

4|75 1 

800000i 

j i 

; 6000001 


400000! 

i 

; 200000; 

!; 

^ime-> °2i)0 lio 3,a " 3;5r 4.00^'4.50 '5.00' :5.50 ^ 6.00 ...6.50 7.00 .7^0 8.00 _ S.OO afeO I 

Ret. Time 

Area Area % Ratio % 

4.748 

974556 100.00 100.00 


745805.D 


Wed Mar 07 14:08:32 2012 


Page 1 


Corbett email PRR 020416 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: i -r. 

F:\Q3-2010\SYSTEM4\09_29_10\745805.D 

ASD 

29 Sep 2010 11:04 

COCAINE STD 

5 

DRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


4.75 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


000050-36-2 99 


ibundance 


80! 


60 i 


40 i 


20 


42 


O', 


51 


: [‘1*' 


82 


Avemo© of 4.72716 4.848 niin.: 74^80570 (-) 
182 


94 


105 


67 


122 I 198 272 

166 .'i ; 207 222 242 253 ' 281 


303 


frt/Z"> 40 60 60 
Abundance 

! 80i 

: 

6o; 

40! 

: 2oi 42 

0 




8,2 


¥29; CUCATNE' 


182 


94 


! li 


105 


51 


m/z-> 40 50 60 . 


68 

" 70 ' I?)' sfioo'lfo'^lojib^ 1^60 176 W 220 230 240 250 2^0 270 280 2M 300 


122 


i 114 „ 


135 


1^2 166 


198 


303 


272 


214 


244 259 


745805.D 


Wed Mar 07 14:08:33 2012 


Page 2 
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Area Percent / Library Search Report 



T n f" C)y~Tt)Fi t“ i on f ITOin 

File Name : F : \q3 -2010\SYSTEM4\09__29_10\745806 .D 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


ASD 

29 Sep 2010 11:17 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance 
i 1200j 


1000 ! 

800; 

1 

600! 
400 i 

2001 

!■ 

Q! 


TIC: 745806.0* 



■t Is, I 

... 

w.. 2,oo iB' iE lig: a'^4*1.80 '7.00_ 7^;_ 6,oo j,So_apo_ a6p 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


745806.D Wed Mar 07 14:08:37 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F :\03-2010\SYSTEM4\09_29_10\745807 .D 

ASD 

11:31 

ASD 

7 

DRUGS 

RTE 


'Abundarice 

15000001 


TIC:745a07:tJ 


4175 


i 1000000j 


500000 


2.28 




04 


l!me-> 2,0^ ' ,2.50 3.00 _3.6p 4,00 4.50 5.00 


" 5.50 ' ' 6.bo '6.b0 7^ _^6 _8.b0 8,50.9,to 9.50 


Ret. Time Area Area % Ratio % 


261226 9.47 13.60 

428632 15.55 22.32 

146892 5.33 7.65 

1920463 69.65 100.00 


2.040 
2.278 
2.331 
4.753 


745807.D 


Wed Mar 07 14:08:42 2012 


Page 1 
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Airsa. Pcircsnt / Libirai'y S08.irch Ropoirt 


Information from Data File: 


File Name 


A. -t- J. • 

F; \Q3-2010\SYSTEM4\09_29__10\745807 .D 


Operator 

ASD 

Date Acquired 

29 Sep 2010 11:31 

Sample Name 


Submitted by 

ASD 

Vial Number 

7 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C : \DATABASE\PMW__T0X2 . L 

C:\DATABASE\NIST98.L 


PK# 


RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


2.04 C : \DATABASE\ PMW__TOX2 . L 

Cocaine-M/artifact -H20 

MDA-M (desmethylenyl-methyl-) ME 

Metipranolol-M/artifact AC 


000000-00-0 97 
000000-00-0 37 
000000-00-0 32 


/i^&undance 


Average or2.0T3 to 2.10S^jTii?r: 75580000 {*y 
152 


80 i 


60 


40! 


20: 


0!: 


42 


82 


122 


57 


94 


65 


107 


^/z-> 40 50' 60 ^ ^ S'O ’lto ’110 

J^bundance 


! 74 


138 




181 


166 


191 209 


120llo 150 160 _'i 70 180 190 200 2i0 

W3574: Coraine-MTarli^-Fr20~ P753 

162 


240 250 


283 

2T6" 


801 


60; 


40; 


20 


82 


94 


106 


122 


138 


5o 'ri o7mT 30^140 'itf '160170 l8o'’l 90 260 il 0 ^ 296 2 ^' 25? 266 270 280 


181 


166 


40 50 60 70 80 90 100 


745807 ,D 


Wed Mar 07 14:08:42 2012 


Page 2 


Corbett email PRR 020420 


























Area Percent / Library Search Report 


Information from p^^Q2^20l0\SYSTEM4\09_29_10\745807.D 

ASD 

29 Sep 2010 11:31 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


ASD 

7 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C;\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


2.28 C;\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Cocaine-M (methylecgonine) AC 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


007143-09-1 97 
000050-36-2 38 
000000-00-0 38 


j^ibundance 


801 


60; 


40 


20 i 


42 


55 


82 


0=:. rl 
m/z-> 40 

Abundance 


I; 47 


68 


Average of 27236 to 2.31crfiiln.! 745B0AD (-1 


96 


i li 


112 


61 . ihi74^ .iii 88 iiilLi :WiL_ ^ 

I : . : = - • il-p— .‘-f—r r- ■ • • ! “• ..Art A Jir\ 4Cn ^ 


122 


128134 


140 155 

148 , 


168 


182 


199 


207 


50 60 70 80_ 


82 


go ’ Too jio ■ I2q__ 130 140___,_.150 j6o ' ’,170.; 180 190. 20 O_ 210 

■#467rCbcaine-MWeniyrebgonlner P852 


80 i 


60! 


96 


40 







ii 

I j 




199 i 

20 ! 





. ii 


168 


t i 






i !! 112 

ii Mi 

140 

155 ; 

182 

i 

; j 

m/z-> 40 

50 

60 

70 

:-4 

80 

:! ijji i : _ 

90 100 ii6 120 

!. ■■■' ■ H 

130 14^ 

150 ^60 170 

180 1^0 

'260 2\0 


745807-D 


Wed Mar 07 14:08:43 2012 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q3”2 010\SYSTEiyi4\09__29_10\745807 .D 

ASD 

29 Sep 2010 11:31 


ASD 
7 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


2.33 C:\DATABASE\NIST98.L 

Pseudoecgonine methyl ester 

Methylecgonine 

A11opseudome thy1e cgon ine 


099189-88-5 96 

007143-09-1 96 

1000120-22-1 95 


Abun 6 ?nce 

. ... 

82 


Average of 27110 To 2.3947riin 

“745807 

■EJ(-) 1 

80 












1 

96 






60 


i 








i 40 











42 

ii 


i 






: 20 

55 

|i 


1 112 





199 


1 j 68 

i’i 

' 

1 [122 

140 

152 

168 

1 

182 

i 208 281 

0 

Wi/z-> 

40 50 6 'd 70 

■Ui'iii- 

80 

w 

100 110 i: 2 o j’io 

140 

• . i-N'- • ! • 

150 460 

170 

160 190 

200 210 '2i0 230 240 '250"^^0 270 280. 


Abundance 


80 


82 


■B32W1: Pseudd^cgonine methyl^ter 


60 i 


96 


42 


40 


20 i 


0^ 


55 


68 


112 


122 ■'^0 155 ■'^2 


199 




m/z-> 


40 50 "Si"7b’ at'‘Si iqp iio i 2 qj 30 I4qji60 i60.i70 


lb ^190 2 (ib 210 ' 220 23 ^ 240 ^60 260 21 ^ 2^0 


745807.D Wed Mar 07 14:08:44 2012 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q3-2010\SYSTEM4\09_29__10\745807.D 

ASD 

29 Sep 2010 11:31 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 
7 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4.75 C,: \DATABASE\SLI . L 

COCAINE 


000050-36-2 


99 


Abundance 

82 

80 


60 

! 

40 

Ij 

: I'l 

: 20 

! ii 

42 1 1 

j 

51 Hi 


I ; 67 Mil 

0 


'ni/z-> 

4'0 50 60 70 80 

'/Sundance 

82 

i 80 


i 

60 

i 

40 


1 20 

I i i 


7we7^e“6r4;727To 4.627 >nin.: 745807.D R 
182 


94 


105 


122 


135 


152 


166 


303 


198 

^ 208 223 242 259 


272 


282 


7J2grCOCAlRH 


182 


94 


105 


= 1 i ;; ii. ^122 „ i 198 272 

: M:| y. 135 152 J J 214222 244_.259_ : 


303 


■mlz-> 40 50 60 70 80 9'0 100 11(^120 ; 


130 1401^0 170 1^ l9ol6o 2 T 0 220^30 MO ^0 2^0 2t0 So 2^0 300 


745807 .D 


Wed Mar 07 14:08:44 2012 
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Area Percent / Library Search Report 



Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F; \Q3-2010\SYSTEM4\09_29__10\745808 -D 

ASD 

29 Sep 2010 11:44 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance 

1400; 


1200i 
1000 ; 
800 i 

600 i 
4001 


Trcy74B808:D 


200 jj ill 





> 2!bo ^ ' 2,bb 'l-bp ' ' 3.b0 ' ' 4.bp 4.60 _ 5.00_ 


iTime- 


' 6-t)o" 6.bo ^ .i.bb7'._8.op_ abo._.9.bo_aso 


Ret. Time 


Area Area % Ratio "S 


***NO INTEGRATED PEAKS*** 


745808.D 


Wed Mar 07 14:08:48 2012 


Page 1 
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Area Percent . / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date. Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


jSiburidance 
i 1200000' 

I 1000000, 

! j 

800000i 

600000i 

i 

4000001 

; 2.28 

200000; 2 . 04 ! 


F: \Q3-2 010\SySTEM4\09_29___10\74 5809.D 

ASD. 

29 Sep 2010 11:58 


ASD 
9 

DRUGS 

RTF 


TrC:T458Cr9.D 


4(75 


0 


'Time 


,-> 2.00 2,50 ,1.00 3.50_ 4.00 


456 5.00^ 5.50 ^00 _ 6 .kq__ 7.00 7.50 _ 8.06 . .91.0 


Ret. Time 

Area 

Area % 

Ratio % 



2.039 

2.277 

4.752 

188932 

260833 

1279514 

10.93 
15.08 
73.99 

14.77 
20.39 
100.00 




745809.D 


Wed Mar 07 14:08:53 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


jJciUcl rxJ-c:. 

F:\Q3-2010\SYSTEM4\09_29_10\745809.D 
ASD 

29 Sep 2010 11:58 


ASD 
9 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


2.04 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact “H20 
MDA-M {desmethylenyl-methyl- 
Metipranolol-M/artifact AC 


Minimum Quality: 90 
Minimum Quality: 90 


ME 


CAS# 

Qual 

000000-00-0 

98 

@ 000000-00-0 

38 

000000-00-0 

32 


Abundance 


80 


60; 


Awraqe of 2.(JT3 to 27108 mln.r745B00D (-) 
1?2 


40 i 

201 


42 


57 

11 


82 


122 


94 


... ,106 li 

I ! I 65 , ii l! 

o' .. i-lii ^ . ■ “i-i''- 

mlz-> 40 '50 60 70 80 90.100J10 120 


138 


166 


181 

I 


207 


281 


, : : ii 1 ! ... , -T-r, ... 

‘l^'lTO 2^ ■2i(L240_28^260 270 280 


'Abundance 


80 


60 


i;3674rCocaine43/aflifacr-HZD 

1$2 


■P753' 


401 


20 


62 


94 


106 


122 




138 


181 


166 


'l8o''l90 200 210'’ 22 ^ 230 '^^ 2^ 2t0 280 


hi/z-> 40 ' '7b; 8b' 90 ' 180 no i2o.i3o i 4 q 150 leo i 70 j 

745809.D wed Mar 07 14:08:54 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


F; \Q3--2010\SYSTEM4\09_29_10\745809 .D 

ASD 

29 Sep 2010 11:58 


ASD 

9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


PK# 


RT 


2.28 


Library/ ID 


C : \DATABASE\PMW__T0X2 . L 
Cocaine-M (methylecgonine) 
Cocaine-M (methylecgonine) AC 
Cocaine 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 

Qual 

007143-09-1 

97 

000000-00-0 

42 

000050-36-2 

38 


Kbundin'ce 

: 

8,2 

80 

i 

60 

] 

40 

li 

42 1 

i 20 

; 

55 1 


! ' 68 i 

0 

1. |il!L..^:iii5 , . ''(‘ji 

mfe-> 

40 50 60 70 80 


96 

I 


Avefap'or2.2?0To 21509 min.:745805:D(-) 


h 112 


140 


155 


168 


182 


90 100 11^ 120 130 140 150Jl60J7b 180 


199 

Mbb'"200 210 2^ 2^0 ^0 


281 ; 


2'bo' 2^0 270 28b 


'Abundance 


82 


^67; Coca!ne-lvr{nielhylecgonine) ' P8^ 


801 


60! 


40; 


20 ' 


li 


96 


I 


!' !! 

ii !i 

il: ! li 


112 


199 


168 


140 155 


182 


fe nb 'iS)' 130' Tib'bso^ibb'1%; ibolbo^ 2bo' 2T0.220 23o 240 260 


|m/z-> 40 50 60 70 80.OO 100 
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Area Percent / Library Search Report 



File Name ■■ F ; \Q3-2010\SYSTEM4\09^29_10\745809 .D 

ASD 

29 Sep 2010 11:58 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 
9 

DRUGS 

RTE 


Search Libraries; C;\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


4.75 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


000050-36-2 99 


Abundance 


801 


601 


40! 


20 


42 


8,2 


94 

1 105 


Average ot 4.T26To4.8^2 rnin.; 74580^0 (- 


182 


65 67 




122 


135 


'•62 166 


198 


303 


272 


■ ^ 208 222 242 . ,2M [ ^28E^ 


341 1 


;m/z-> 40 50 ^ 70 80 

AbuOdance 


^ • J'^bilo'^2013^0 igieo^o^oteiSlSip;^^ 
- —. - 129:TrOCAIN^ ~ ^ ~ 


82 


80! 


60 i 


182 


40- 


201 


42 


55 68 


94 

105 


122 


135 


152 166 


198 


m/z-> 40 50 e'o 70 so so 1{ioiJ01^0l30U0150160170180 


214 


272 

244 259 i 


303 ; 

: ] 

iob^i 0 3^330 340 i 


745809.D 


Wed Mar 07 14:08:55 2012 
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Area Percent / Library Search Report 


Sle^Name°^ F \Q3 - 2010\SYSTEM4\09_2 9_10\745810 . D 

Operator ; ASD „ ^ 

Date Acquired : 29 Sep 2010 12:11 

Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


BLANK 

ASD 

1 

DRUGS 

RTE 



_ .. .. ,-r-, .... i ■ , T-r I 

hoi ns ‘yo V6?::4:ffi:'4.5£:5# «»- f.™.. 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745810.D 


Wed Mar 07 14:08:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


jJdLd rx-Le:. 

F:\Q3-2010\SYSTEM4\09_29_10\745811.D 

ASD 

29 Sep 2010 12:25 


ASD 

11 

DRUGS 

RTE 


Abundance 
i 2OOOOO0I 


D'lC: 7458TTD 


4176 


1500000: 


1000000 ^ 


5000001 


> ^ 2.60 ^.60 3.b6.,_..3.50 4,b0_ 4.50__ 5^ 


2.48 

i. 


3.98 


Time- 


.....e-bo _7^' .^.i-OO _ 


Ret. Time 


Area Area % Ratio % 


2.476 
3.978 
4.756 


196392 7.31 8.36 

141679 5.27 6.03 

2349860 87.42 100.00 


745811.D 


Wed Mar 07 14:09:04 2012 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 


F; \Q3-2010\SYSTEM4\09_29_10\745811 .D 

ASD 

29 Sep 2010 12:25 


ASD 
11 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 

Minimum Quality: 90 
Minimum Quality; 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


2.48 C : \DATABASE\PMW__TOX2 . L 
Benzocaine 
Bezafibrate -C02 
Trichloroisobutyl salicylate 


@ 000094-09-7 93 

000000-00-0 9 

081405-66-5 4 


Abundance 


Averag^f 127455 toir57I mTn,;T4^^^ J> (-) 
120 


801 


601 


40 


201 


65 


41 46 52 60:1 73 


92 


81 


108 


137 


150 


165 




181 




Abundance 


'7o 45 50 55 6‘0 65 70 7^ 80 85 


■go" 95 1 (So 105 l1o 115 iJ^l'isiSb 135 hO its 1_50 __ 


#T4577Benzocaine 


120 

I 


[PBTCT 


80! 


60: 


40 


20 


07 


65 


92 


108 


137 


165 


132 


'fnyz-> 


40 45’'50 55 6b’^’'fe;l6o 1 11 (Tl 15?20 ^ 


150 


125'i3'o i 35 140 145 150 155 l5o 165 17J1175 180 


745811.D 


Wed Mar 07 14:09:04 2012 
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Area Percent / Library Search Report 


Information from Data^File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F;\Q3-2010\SYSTEM4\09_29__10\745811 .D 

ASD 

29 Sep 2010 12:25 



Search Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW_T0X2.L 

Minimum Quality: 90 
Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 

CAS# Qual 


3.98 


C:\DATABASE\NIST98.L , ^ ^ ^ 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 00^^^^-23 6 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 00^649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23 


98 

98 

97 


l^bunjSance 


"“Average niin.;3^5SN.lY(4 

148 


80 

I 

i 

601 

40 i 

i 

20 i 

0 

rn/z-> 

AbundaTice 

I i 

: 80 
j ! 

60! 


73 

i 


101 


121 



51 

i ; 

63 1 1 

89 

I 

i ,i 

41 ! 


! i,,‘!81 


1 11 1111 

40 

-■M 

50 

60 70 80 90 

iT^!) 

IOO 110 Jl 

... 




"SSTOS’S: 


130 


204 


, Miffv 


176 


189 


, i‘i4U , 


1^'^oT 40^‘ 'i&J7o1Cl^E2toj 240 ^0 

r-6^ 

2p4 


^ _281 
’260 ^7Q~2& 


148 

1 


40 i 


20 i 


0 - 


73 


101 


51 63 


89 


127 

i 


1(81 


117, 


176 


40 M 60__7b 84 90.100 110 

745811.D Wed Mar 07 14:09:05 2012 


157 167 i 185 j!i _____ 

iilTll l4o^"J5ol6™:®: 1^ 2 250 .260 270...280 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\09_29_10\745811.D 

ASD 

29 Sep 2010 12:25 


ASD 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality; 90 


CAS# Qual 


4.76 C;\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80 


6^ 


Average of 4.724 to 4.8777tilri.:V45811 .D (-) 
182 


60! 


40 


94 


105 


20 ! 


42 


51 


0 I 


iii-, 

:m/z-> 40 

Abundance 


80' 


68 


I 122 


60 60 70 80 90 100 


135 


152 


! 198 


303 


166 


272 


209 222 242 253 


282 


lOO DO 140J60^160’^0 180 190 260 210 220 230 240 2^0 ^60 2/0 255^^0 '3OO 

..^9; COCAINE .... 


82 


182 


60 


40 


94 


105 


20 


i 42 


51 68 I 


122 




m/z-> 40 50 6'0 70 8'0 90 100 110 120 ; 


135 ... 

lib’^'ilo ibbVbo 1/0 Tso ibb 26b ^ 220 23o 240 25 b 260 270 280 200 300 


152 166 


198 


214222 244 259 


272 


303 


745811 .D 


Wed Mar 07 14:09:06 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \Q3 - 2 010\SYSTEM4\09__29_10\745823 . D 

Operator ; ASD 

Date Acquired ; 29 Sep 2010 15:07 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth; DRUGS 
Integrator : RTF 



***N0 INTEGRATED PEAKS*** 


745823.D Wed Mar 07 14:09:16 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745824.D 
ASD 

29 Sep 2010 15;21 

COCAINE STD 
ASD 
5 

DRUGS 

RTE 


Abitfidance “TFC; 745824.0 

I 1000000' 4j75 


800000 

600000j 
400000i 


200000j 


frime- 


2.00 


2.80 3.00 3.50 4.00 4.50 5.00 5,80 6.00 6.80 7.00 7.50 


'’aoo' 


8.50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4.750 

983567 

100.00 

100.00 


745824,D 


Wed Mar 07 14:09:20 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 

Data File: 

F:\Q3-2010\SYSTEM4\09 29 
ASD 

29 Sep 2010 15:21 

COCAINE STD 

ASD 

5 

DRUGS 

RTE 

_10\745824 .D 


Search Libraries 

C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT Library/ID 

CAS# 

Qual 


1 4.75 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 

8 

Average Of 4.72910 4:8'6B“mm.: 74582 

2 

80 


182 

'■ 

1 

1 

60 


\ 

; 

40 


94 ! 

105 1 1 

20 

1 i 
\ \ 

h ! 1 

0 

51 ! .i 

: I , 67 Mj 

. iiiii 

il, 1 122 ■ 198 303 i 

ii: i .oc 152 272 i i 

li Oil;. ;M: J 135 . . ;i ; 207215 242 253 : 281 

m!z-> 

40 50 6i) 70 80 

90 100 ll’o 120 1:^0 140 150 160 170 18o'i9o''2(^0 '210 220 230 240 250 260 210 2^0 266 360 1 


Abundance l»2grCDCRifie 

82 


80 ! 


40 



94 1 

i 105 



1 

1 

20 

42 


i! ; i ^ 

i 1 




0 


51 

-Lijjri 

fift ^ if ii: 122 

rL I ill: U,iiiij. 1 

198 

214222 

272 

244 269 i 

303 ! 

ni/z-> 

40 

56 ' 

.60 76 80 at! 100 11 6 12o' 13o 140 150 160' 1 io i&T 

96260 210 220 23C 

'246 266 260 270 280 / 

60 300 "1 
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